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2.40 (b) (S) DIRECT NCI 

ATTEMDIMG VETEPIN ASIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIPITORSL 

Each evhibilor shall establish and mainlain programs of adequate veterinary care that include the use of apprepriate 
melhods tq prevqnl, wntrpl, diBjgngsqf and treat diseases and injuries. 

"Arisona" (deer) has 2 small linear areas of hair less on tier nose- In orte of these areas a very small red spot exists. 
These Is also a creecertl shaped area below her leli lower lid lhat ns discdiDred and appears Id have been injured. 

These areas might have been oaused by the buck ihg.i ig in itie same ervckjsure. Consul! wUh your veleririgrian as to 
whether the buck shall be saparaied From the iemalafi and IreaL Arizona aocordlngly. 

Correol by Seplember 6, SOI 2 


3.125 (a) REPEAT 

FACILITIES, GENERAL 

The housing! iacililies shall be structurally sound and shall be maintained m good repair lo proted the animals from 
injury and tq contain the animals. 

The licensee made some corrections to the front of Ihe deer enhibit, but those corrections did noi fully correct the risk 
cF antrapmenl. There is sllll a suflleiaitt amount qF 'piva" be the upper panels to pose a risk qF enirapmeni ol the 
deer's heads between the upper panels and the lower gale swing door. 

The cqrraDllori£ lhat have baen made does nm reduce line nsk oF erilrapmenl. Addiilcrm corrections shall be made 
so that there is no risk of enlrapment for the deer that are conlained in this enctosure. The deer must nol be able lo 
get Iheir heads between the upper and lower paneH. 

The ilicensee also made corrections to the sugar glider exhibit, but did not rernove all of the deteriorated, njsty wire 
mesh. The wire mesh Igoatod cn the upper portion of the reor qF the exhibU was not replaced and has some broken 
wins wh»ch can potontially Infuro theso anitma^. The entire wire mesh along Ihe upper portion el the Ironit and rear of 
the exhibit had advanced deteriorating rust and is no longer 


Prepared By: 
Title; 

Received By: 
Title; 


ROBERT BRANDES, D Y M 


ROBERT BRAN DES, D V M U&DA , APH IS, Animal Care 

VETERINARY MEDICAL OFFICER Inspector £002 


(b)(e), (b)(7)(c) 


Papa 1 iV 2 


Date: 

SepH)5-20l2 


Date; 

Sep-05-£012 


Insp e Ction Rep olt EKplaliatioli: http : / /tinirw. iphis .us da. gov/ sOdlnsLlirelf afe / doWTilo ads /IR_E>5)lali3ttioli.p df 






USDA 


Urited States Department of Agricutture 
Animal and Pl^n1 Hgaltti Inapeclipn ^rviqa 

Inspection Report 


strudu rally sound, 

This wpra noesh shall be r^lrert or replace. 


nHIAi^DCS 
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This is a focused inspection of only ihe animals St areas that were idenlilied as non compliant on the last inspection. 
The axil Interview viias oer^ducted with the Anlnml Care Sciperviser. 
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